7-23-19 HB2001 


Vetoes 


Despite press reports to the contrary, the Governor vetoed $420.7 million (all fund sources), 
including operating and capital appropriations for FY19 and FY20. 

Of this amount, $380.6 million was UGF—$368.1 million was FY20 operating, $11.7 million 
was FY20 Mental Health capital and $800.0 was FY19 operating. 

FY20 Operating Vetoes (UGF) 

• Governor’s Vetoes: $368.1 million 

• HB 2001 Veto Restoration: $278.7 million 

• Governor vetoes accepted: $89.4 million 


FY20 Capital Vetoes (UGF) 

• Governor’s Vetoes: 

• SB 2002 Veto Restoration: 

• Governor vetoes accepted: 


FY19 Operating Vetoes (UGF) 

• Governor’s Vetoes: 

• HB 2001 Veto Restoration: 

• Governor vetoes accepted: 


$11.7 million 

$11.7 million GBR (non-UGF) 
zero 


$800.0 

$800.0 

zero 



